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3Tf^ERT 

3^1^,21^,2010 
526(3T).^-*^ Rf^tH TR^' A 
TO7TC ^ W ^ 3?R MW 

TF^Tf ^ fafHUm ' 3MW tj^ c& 

3lR tfgeRT 3?T^T ^ 3 R??pT 3?fyfWT, 2003 ^ 

.«f1 "RfriR^icI 3> Rri^ Pim4 RhRki ^ IciR 
f3T3T t; 

3}R^ 3tf*RJ33T TOTT37 33.33. 62(3?), 
TTTfr^ 18 2005 ^RI Rfay 3}R ^ RrR 

f^cT f¥w^ 33RRT R3 333 t; 

3RT:, 3RI, f^cT 3TfRfW4, 2003 (2003 

36) RTO 105 3?K RET 180 ^ ^R-RKI (2) ^ 
(i) uro to vifaraT ^t '5m ^ ftHfaRsid Rpm 

■SFTTcft t, 3?*^ :- 

1. ^HTTR.-d) TTfera 

, TI4 4fuig< 3^C IhWUm ^ IcT^ 41g«K1 Rl^d 34|4R{ 

(grffo? fcqte hra ^n) fm, 2010 i 1 

(2) ^ Tnm v ^ mt® ^ TPpr #1 1 

2. RfhTTRITT.-l. ^ RreI Rf CRT fa 3 
3R*WI 3T^m R ^ ,- 

(3=0 ‘ 3lf#m’ 3 fa?J?f 3Tfyjwr, 2003 3rf*far t; 
(^) ‘-R^RT 3fafa ^ 3TfafW}fat RRI 83 ^ 3pfa 
3lfa 3^R RfaRE ^ -Rg^ .fasjct 
faWR7 3?m 3#?fa f; 

fa) 

3Tfafat; 

2419 GI/2010 


fa) ‘3Ffqfa’ 3 fafaf R 3?g^ 3tf*rfa 
. f I 

2. Tfat 3 tR Rj, ^i yg<td 3ftR 

^ HR^irVd RFf f, f^T 3Tf»#TR4, 2003 4 NttRlf^T 

f, ^ 3?s1 #t f I 

3. "€Hf3<fc ^TTT drf'ti.- (1) snqFTyr^ 

3Tfg^t ff 3TCT T^fi cn^ob.fH^ rRrt, 

t^' 1 3^1 ^ 3TT^T ^ ^ ^ 31FT14 ^ 

31 4T^ cf^T ^ Rh^l^cINf ^T m. fWt I 


^51 t^FT f^n f^FKR 3Rq ^Tcff ^ RnRifed 

3Rrf^e ?W,- 

(^) 'Rg^T3FTRt T T^ ^3lk-3^Tf^T'^FI; 

(■q) fMter.- ^ im wp?z 3?m ^ ^ro wfcr 

tynr ttit TfTRcTt ^ #U, fTO^ ^ RFf#’ 
WH, ^ Iron ^ RFI WI 3^c #^cT 
Tim#* ^ TOTT Rft -ftq^ Rfuifafl m 3fk 

^ ^n«i 34 ^ ■R’ 

<4|wRl^ <*T4lRH ^T 37f*ffRT ; 

C 7 !) arfr ^ RtPwiT 4?c4^1 Rfafcfa/ 

MR^dd; 

(R) TRR RTI 3^1 R^TtrrM’ 

^ ^T«l 3Rq WRf; 

(^) T^gol HM^Y ^ W, f^^cT Tt cTFTrT, 

f¥44R, ^ejcTT ^ WR; 

(^) 33 Tiwaf WTT 3fR oqrt 1^34 3TT*fa ^ 

3TT^ff/f¥wff ^ ^Wld4)/3N^ 3{Rl^I R' 
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^ t ftft ftft -TOTI afft 

(t?) toft ^rmn ftto tofa ara ft 

effer toK ft 11 

4. cufSit* Rft<£ SITfth jj[RT qiFt«fc 

RhI^ yFcPtl yc4<*> RRT ft 3TcT ftftW 

m^R ftfc m ft} '^ifttof ftt arato ft) toft i 

( fto 3 ft#*) 

ftjjga toft ftr toftr ftto w 

l. 7tfto ft* toft ^t HTR l 

Z 3rftft ^rF 3TT^T I 

3. fa?R I 

4. Ref ^ I 

5. yifto to tof ftt tom to to top? ft 

r-f \ ^ . 

mtw to l 

6. dqtoiftt ft TFK to to* ft ftow ft fftto 

ft 3T3RTT FftftflHcb ftto I ' 

7. srmmt to ftt wwi i 

[TT. ft. 47/5/2010-3TR to to 
y°l^ <£HK, Fft^l'fr 
MINISTRY OF POWER 
NOTIFICATION 
New Delhi, the 21 st June, 2010 

G.S.R. 526(E).—Whereas the States of Manipur and 
Mizoram have authorized the Central Government, through a. 
memorandum of Agreement, to constitute a Joint Electricity 
Regulatory Commission for States of Manipur and Mizoram 
and to frame rules to carry out the provisions of the Electricity 
Act, 2003 relating to the Joint Commission; 

And whereas the Central Government vide 
Notification No. S.0.62(E), dated 18th January, 2005 has 
constituted the Joint Electricity Regulatory Commission 
for Manipur and Mizoram; 

Now, therefore, in exercise of powers conferred by 
Section 105 and clause (i) of sub-section (2) of Section 180 
of the Electricity Act, 2003 (No. 36 of 2003), the Central 
Government hereby makes the following rules, namely -.— 

1. Short title and commencement.—(1) These 
rules may be called the Joint Electricity Regulatory 
Commission for Manipur and Mizoram (Preparation of 
Annual Report) Rules, 2010. 

(2) They shall come into force on the date of their 
publication in the Official Gazette. 

. 2. Definitions.—(1) In these rules, unless the 
context otherwise requires,— 

(a) ‘Act’ means the Electricity Act, 2003; 

(b) ‘Joint Commission’ means the Joint Electricity 
Regulatory Commission for Manipur and 
Mizoram, constituted under Section 83 of the 
Act; 

(c) ‘Participating State’ means the State of Manipur 
or the State of M izoram; 

(d) ‘Schedule’ means the Schedule annexed to 
these rules. 


(2) Words and expressions used and not defined in 
these rules but defined in the Electricity Act, 2003, shall have 
the meanings respectively assigned to them in that Act. 

3. Preparation of Annual Report—(1) Everyyear 
the Joint Commission shall prepare an Annual Report 
containing a summaiy of its activities during the previous 
year commencing from the 1 st day of April to the 31 st day 
of March of the following year in the form specified in the 
Schedule. 

(2) The Annual Report shall give an account of the 
activities during the previous financial year,' containing, 
inter-alia ,— 

(a) a statement of goals and objectives of the Joint 

Commisssion; • , 

(b) annual targets set for various activities in the 
background of clause (a) together with a brief 
review of actual performance with reference to 
those targets and including in particular a report 
on the number of cases filed before the Joint 
Commission during the year, number of cases 
disposed of, time taken to dispose of the cases 
and number of cases pending; 

(c) important additions/changes in the regulations 
of the Joint Commission; 

(d) functioning of the State Advisory Committee 
and other consultation with the stakeholders; 

(e) trends of important parameters such as capital 
cost, cost of electricity, new investment, 
efficiency gains; 

(f) number and details of cases in which orders/ 
regulations of the Commission were challenged 

♦ in Courts/Appellate Tribunal and the outcome 
of such cases; and 

(g) resolution of disputes including the disputes 
pending at the end of the year. 

4. Submission of Annual Report.—The copies of 
the annual report shall be forwarded by the Joint 
Commission to the Central Government and the 
Participating State Governments by the end of October 
each year. 

SCHEDULE 
(See rule 3) 

FORM OF ANNUAL REPORT OF THE JOINT 
COMMISSION 

1. The Commission in brief. 

2. The mandate of the Commission. 

3. Mission statement. 

4. The year in retrospect. 

5. Annual accounts of the Commission showing 
receipts and expenditure. 

6. Outcome of Regulatory Process in terms of 

benefits to consumers and development of 
sector. \ . 

7. Work plan for the year ahead. 


[F. No. 47/5/2010-R&R] 
PRANA Y KUMAR, Director 

Printed by the Manager, Government of India Press, Ring Road, Mayapuri, New Delhi-110064 
and Published by the Controller of Publications, Delhi-110054. 








